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This manal supersedes FM3o-7, Basic Field Manual, Regulations for Technical Observers and Service Specialists Accompanyng U. S. Army Forces in the Field, 3 September r94, including C z, 25 March z943.
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WAR DEPARTMENT * 31 AUGUST 1944

WASHINGTON 25, D. C., 31 August 1944.

FM 30-27, Field Manual, Regulations for Civilian Operations Analysts, Scientific Consultants, and Technical Observers Accompanying U. S. Army Forces in the Field, is published for the information and guidance of all concerned.

[A.G. 300.7 (10 Jun 44).]

BY ORDER OF THE SECRETARY OF WAR:

G. C. MARSHALL, Chief of Staff.

J. A. ULIO, Major General, The Adjutant General.


DISTRIBUTION:

As prescribed in paragraph 9a, FM 21-6 except Cs of Tech Svs (25), ROTC(0); R(1); T of Opns (25).

For explanation of symbols, see FM 21-6.
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